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CONFIDENTIAL STATE 058478 

NAIROBI, FRANKFURT OIC/RTC; LILONGWE PSO AND ADMIN OFFICER 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: LILONGWE ACR INSTALLATION 

REF: NAIROBI 3126 

1 . THE AIR CONDITIONER FOR THE LILONGWE ACR INSTALLATION IS 
A TRANE MODEL MAC6H 18-230-1201-01. ELECTRICAL POWER REQUIRE- 
MENTS ARE AS FOLLOWS: 220 VAC, 1 PHASE, 50 CYCLES. ELEC- 
TRICAL CIRCUIT MUST HAVE A 30 AMPHERE CAPACITY AND BE ABLE 
TO WITHSTAND A 60 AMPHERE STARTING SURGE. 

2. AN AIR CONDITIONING TECHNICAL MANUAL AND A SHELDAHL ACR 
ASSEMBLY MANUAL ARE BEING FORWARDED. THE ACR ASSEMBLY MAN- 
UAL WILL BE A LOAN AND MUST BE RETURNED TO SY/OPS/T. A 
CONFIDENTIAL 
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MANUAL IS INCLUDED WITH THE ACR SHIPMENT. IT IS IMPERATIVE 
THAT THE ACR ASSEMBLY MANUAL BE REVIEWED IN ITS ENTIRITY 
PRIOR TO AN ATTEMPT AT ASSEMBLING THE ACR AND THAT THE PRO- 
CEDURES CONTAINED THEREIN BE FOLLOWED. 

3. DUCT TAPE AND ALUMINUM TAPE HAVE BEEN POUCHED SEPARATELY 
TO LILONGWE. SUFFICIENT PLASTIC TAPE HAS BEEN INCLUDED WITH 
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THE ACR. MOT BAYONNE, NJ HAS BEEN REQUESTED TO SEND SEVERAL 
ILG NOISE SOURCES TO RTC FRANKFURT. RTC FRANKFURT WILL BE 
REQUESTED TO FORWARD ONE UNIT FOR THE LILONGWE INSTALLATION. 

4. ATTEMPTS ARE BEING MADE TO INCLUDE A CONFERENCE TABLE 
WITH THE SHIPMENT. SY/OPS/T’S SUPPLY OF CHAIRS HAS BEEN 
DEPLETED. CHAIRS ARE ON ORDER BUT ARE NOT EXPECTED FOR A 
FEW WEEKS. PLEASE DETERMINE WHETHER THE CHAIRS DESCRIBED 
IN 76 LILONGWE 0698, "ALUMINUM UPHOLSTERED, PROCURED FROM 
BAIGELMAN AND COMPANY, INC.", CAN BE USED IN THE ACR. 

5. OICS/RTC FRANKFURT AND NAIROBI WILL BE ADVISED WHEN 
FIRM SHIPPING DATE HAS BEEN DETERMINED. 

VANCE 
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